Chambers, Liz 


From: Garman, Joe 

Sent; Monday, November 03, 1997 8:13 AM 

To: Handy, Betty; Ryan, Bill; Garman, Joe 


Co: Whidby, Jerry; Podraza, Ken; Chambers, Liz; Callicutt, Charlene 

Subject: RE: Tobacco Weights for MA97-3 


Correction! This was the set supplied earlier last week. The set from Friday was MA97-4. I will forward these 
results later this AM. 

Joe 


From; Garman, Joe 

Sent: Monday, November 03,1997 7:39 AM 

To: Handy, Betty; Ryan. Bill 

Cc: Whidby, Jerry; Podraza, Ken; Chambers, Liz; Callicutt, Charlene 

Subject: Tobacco Weights for MA97-3 

Below are the Tobacco Weight results for the third set of Massachusetts samples which were brought over on 
Friday: 

MR6 (Marl KS SP) - 0.753 gms (Std Dev. 0.001) 

ML6B (Marl Lts KS Box) - 0.669 gms (Std. Dev. 0.004) 

MR6MB (Mar! Men KS Box) -0.717 gms (Std. Dev. 0.005) 

MRM6 (Marl Med KS SP) - 0.674 gms (Std. Dev. 0.003) 

Joe 
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